FIRST  PRESBYTERIAN  CHURCH 
Corner   W.    North    St.    &  Frankin. 

First  House  of  Worship  in  Danville — 1829-1835. 
Rebuilt  &  dedicated — 1865.  Rebuilt  &  dedicated 
— 1893.  Remodeled — 1925.  Remodeled  &  en- 
larged— 1961. 


PLACE 
STAMP 
HERE 


POST  CARD 


